T) Route 80 Arlington Center - Lechmere Station via Meaford Hillside 


WEST MEDFORD* Indicates MBTA pass and fare sales locations. Fare vending machines are 








; also located at all subway stations and at Dudley Station. 
LowellGommuter Rail a : way aa are 


Central St. N 


xpress to/from 
Boston Haymarket 
station 


Ne 
-) 4 
Yonnnie’s/ & University 
Foodmaster “ 
Clarendon Hill 


-33Boston 
Late CheckCushers 


8-11 Mins. 


< Approx. Total Running Time 
one way 25-32 Mins. 
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WINTER December 27, 2008 - March 20, 2009 


Arlington Center - 


Lechmere Station 
via Medford Hillside 


Serving: Medford Hillside, Powder House Square, 


Magoun Square, Gilman Square and 


connections to the Green Line 





Visit mbta.com or call us to find a retail location 
where you can obtain CharlieCards and 
3) purchase MBTA passes and stored value. 
Customer Service/Travel Info 617-222-3200 
Toll Free 1-800-392-6100 
Hearing Impaired (TTY) 617-222-5146 
Web Site TAWA Ata elt: mexey an) 
Yor al-Lo[U](-t-M-10] e)(-teq mm CoMozat-lale (Mm o)(-t-[-1-M-> ¢1M@c-t-]ame(olel a 
Arrive times are approximate, subject to traffic. 
NO SMOKING on MBTA property. 


Driven by Customer Service 


